SECTIONI — 
INTRODUCTION 


1.4 GENERAL DESCRIPTION | 
The SA455/465 Minifloppy Disk Drives are enhanced double-headed, half-height versions of the Shugart SA400 © 


minifloppy drives. The $A455/465 provides up to four times the on-line storage capacity, faster access time, and » _ 


improved reliability and maintainability. 


SA455/465 drives read and write in single and double density on standard 5.25 inch diskettes on both sides of the | 
diskettes. The new drives are half the height of the Shugart SA400 and are plug compatible. . 


The compact SA455/465 offers a reliable, low cost, high performance alternative to OEM data storage applica- 
tions where tape cassette units would have been previously considered. 


SA455/465 crives have these standard features: compact size - 1.62 inches high x 5.75 inches wide x 7.96 
inches deep, and a weight of 3.3 pounds; low heat dissipation; dc drive motor with precision servo speed control 
and integral tachometer; band positioner; same proprietary glass bonded ferrite/ceramic read/write head as used 
in Shugart’s large floppy drives; internal write protect circuitry; activity light, and solid die cast chassis. 


Typical applications for the $A455/465 are word processing systems, entry level micro-processor systems, in- 
telligent calculators, program storage, hobby computer systems, and other applications where low cost random ac- 
cess dala storage is a requirement. 


This manual provides depot level maintenance information necessary to maintain, trouble-shoot, and repair the 
SA455/465. A separate OEM manual (P/N 39238) is available which describes installation, interface, and power 
requirements useful for the applications of the drive. 


Key Features 
a. 0.5 Mbytes (SA455) or 1.0 Mbyte (SA465) storage capacity (unformatted) 
b. Low power (12.5 waits) 
c. 125/250 kbits/second transfer rate 
d. DC drive motor (eliminates ac requirements) 
1.2 SPECIFICATION SUMMARY 


1.2.1 Performance Specifications 


SA455 (40 Track) SA465 (80 Track) 
Capacity Single Density Double Density Single Denstiy Double Density 
(in bytes) (FM) (MFM) (FM) (MFM) 
Unformatted 
Per Disk : 250,000 500,000 500,000 1,000,000 
Per Surface 125,000 250,000 250,000 500,000 
Per Track 3,125 6,250 3,125 6,250 


Formatted (16 Records/Track) 
Per Disk 
Per Track 
Per Sector 

Formatted (10 Records/Track) 
Per Disk 

Per Track 
Per Sector 


Transfer Rate 
Latency (avg.) 
Access Time 
Track to Track 
Average 
Settling Time 


1.2.2 Functional Specifications 


Motor Start Time 
Rotational Speed 
Recording Density 
Flux Density 
Track Density 
Media Requirements 
Soft sectored 
16 sectors hard sectored 
10 sectors hard sectored 
Industry standard flexible diskette 
-. Oxide on 0.003 in. (0.08 mm) Mylar 
5.25 in. (133.4 mm) square jacket 


1.2.3 Physical Specifications 
~ Environmental Limits 

Ambient Temperature 

Relative Humidity 
Maximum Wet Bulb 

-, Shock 

. Vibration 


.DC Voltage Requirements 


§A455 (40 Track) 


SA465 (80 Track) 


Single Density Double Density Single Density Double Density 


163,840 327,680 327 ,680 655,360 
2,048 4,096 2,048 4,096 
128 256 128 256 

204,800 409,600 409,600 819,200 
2560 5120 2560 5120 
256 512 256 512 

125 kbits/sec 250 kbits/sec 125 kbits/sec 250 kbits/sec 
100 ms 100 ms 100 ms 100 ms 
6 ms 6 ms 3 ms 3 ms 
93 ms 93 ms 94 ms 94 ms 
15 ms 15 ms 15 ms 15 ms 
500 ms 500 ms 500 ms 500 ms 
300 rpm 300 rpm 300 rpm 300 rpm 
2938 bpi 5876 bpi 2961 bpi 5922 bpi 
5876 fel 5876 fci 5922 fel 5922 fel 
48 tpi 48 tpi 96 tpi 96 tpi 
SA154 SA154 SA164 SA164 
SA155 SA155 SA165 SA165 
SA157 SA157 SA167 SA167 
Operating Shipping Storage 
» 50° to 115°F -40° to 144°F -8° to 117°F 
(10.0° to 46.1°C) (-40° to 62.2°C) (-22.2° to 47.2°C) 

20 to 80% 1 to 95% 1 to 95% 

78°F (25.6°C) No Condensation No Condensation 
0.5G 10 ms 15G 10 ms 35G 10 ms 
0.5G 5-600 Hz 3G 5-600 Hz 3G 5-600 Hz 


412 V + 10% @ 1.2 A (max), 0.6 A (typ), 100 mV ripple 
+ 5V + 5% @ 0.9 A (max), 0.6 A (typ), 50 mV ripple 


Mechanical Dimensions (exclusive of front panel) 


Width = 5.75 inches (146.1 mm) 
Height: = 1.62 inches (41.1 mm) 
~~ Depth =, 7.96 inches (202 mm) 
Weight = 3.3 Ibs (1.5 kg) 

» Power Dissipation = 9.6 Watts (34.0 


BTU) continuous typical 


3.6 Watts (13.5 BTU) standby 


NOTE 


Standby: Drive motor off, drive select off, and stepper at reduced current. 


548 


1.2.4 Reliability Specifications 


MTBF: 10,000 POH under typical usage. 
PM: Not required. 
MTTR: 30 minutes. 


Error Rates: 
Soft Read Errors: 1 per 10” bits read. 
Hard Read Evrors: | per 10'* bits read. 
Seek Errors: 1 per 10° seeks. 
Media Life: 
Passes per Track: 3.0 x 10° 
Insertions: 30,000 + 
1.3 FUNCTIONAL CHARACTERISTICS 


The SA455/465 consists of read/write and control electronics, drive mechanism, read/write head, and precision 
track positioning mechanism. These components perform the following functions: 


a. Interpret and generate control signals. 

b. Move read/write heads to the desired track. 

c. Read and write data. 
The interface signals and their relationship to the internal functions are shown in figure 1-2. 
1.3.1 Read/Write and Control Electronics 


The electronics package contains: 


? 
‘i: Inclex detector circuits 


b. lead position actuator driver 

c. Read/write amplifier and transition detector 
ad. Write protect detector 

@, Drive select circuit 

f.. Drive motor control 


1.3.2 Drive Mechanism 


The de drive motor under servo speed control (using an integral tachometer) rotates the spindle at 300 rpm 
through a direct drive system. An expandable collet/spindle assembly provides precision media positioning to en- 
sure data interchange. 


1.3.3 Positioning Mechanics 


The read/write head assembly is accurately positioned through the use of a band positioner which is attached to the 
head carriage assembly. Precise track location is accomplished as this positioner is rotated in discrete increments by 
a stepping motor. 


1.3.4 Read/Write Heads 


The proprietary heads are a single element ceramic read/write head with tunnel erase elements to provide erased 
areas between data tracks. Thus normal interchange tolerances between media and drives will not degrade the 
signal-to-noise ratio and diskette interchangeability is ensured. 


The read/write heads are mounted on a carriage which is located on precision carriage ways. The diskette is held 
in a plane perpendicular to the read/write heads by a platen located on the base casting. This precise registration 
assures perfect compliance with the read/write heads. The read/write heads are in direct contact with the diskette. 
The head surface has been designed to obtain maximum signal transfer to and from the magnetic surface of the 
diskette with minimum head/diskette wear. 


1.3.5 Recording Formats 


The formats of the data recorded on the diskette are totally a function of the host system. These formats can be 
designed around the user’s application to take maximum advantage of the total available bits that can be written on 
any one track. 
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1.4 FUNCTIONAL OPERATIONS 
1.4.1 Power Sequencing | 


Applying de power to the SA455/465 can be done in any sequence. However, during power up, the WRITE 
GATE line must be held inactive or at a high level. This will prevent possible “glitching” of the media. After ap- 
plication of dc power, a 100 ms delay should be introduced before any operation is performed. After powering on, 
initial position of the read/write heads with respect to the data tracks on the media is indeterminant. In order to 
assure proper positioning of the read/write heads after power on, a Step Out operation should be performed until 
the TRACK 00 line becomes active (Recalibrate). ae 


1.4.2 Drive Selection. 


Drive selection occurs when the proper DRIVE SELECT line is activated. Only the drive with this line jumpered 
will respond to input lines or gate output lines. 


1.4.3. Motor On 


In order for the host system to read or write data, the de drive motor must be turned on. This is accomplished by 
activating the line -MOTOR ON, A 500 ms delay must be introduced after activating this line to allow the motor to 
come up to speed before reading or writing can be accomplished. 


The motor must be turned off by the host system by deactivating the MOTOR ON line. The control electronics 
keep the motor active for 3 seconds, aiter MOTOR ON is deactivated. This allows reselecting during copy opera- 
tions and will ensure maximum motor and media life. 


1.4.4 Track Accessing 

Seeking the read/write heads from one track to another is accomplished by: 
a. Activating the DRIVE SELECT line. 
b. Selecting desired direction using the DIRECTION SELECT line. 
c. WRITE GATE being inactive. 
d. Pulsing the STEP line. 


Multiple track accessing is accomplished by repeated pulsing of the STEP line (with direction valid) until the desired 
track has been reached. Each pulse on the STEP line will cause the read/write heads to move one track either in or 
out depending on the DIRECTION SELECT line. Head movement is initiated on the trailing edge of the step 
pulse. 


1.4.5 Step Out 


With the DIRECTION SELECT line at a plus logic level (2.4 to 5.25 V), a pulse on the STEP line will cause the 
read/write heads to move one track away from the center of the disk. The pulse(s) applied to the STEP line must 
have the timing characteristics shown in figures 1-3 and 1-4. 


1.4.6 Step In 


With the DIRECTION SELECT line at minus logic level (0 to 0.4 V), a pulse on the STEP line will cause the . 
read/write heads to move one track closer to the center of the disk. The pulse(s) applied to the STEP line must 
have the timing characteristics shown in figures 1-3 and 1-4. 


1.4.7 Side Selection 


Head selection is controlled via the I/O signal line designated SIDE SELECT. A plus logic level on the SIDE 
SELECT line selects the read/write head on the side 0 surface of the diskette. A minus logic level selects the side 1 
read/write head. When switching from one side to the other, a 100 ps delay is required after SIDE SELECT 
changes state before a read or write operation can be initiated. Figure 1-5 shows the use of SIDE SELECT prior to 
a read operation. ; . 
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FIGURE 1-5. READ TO WRITE (FM) 


1.4.8 Read Operation 


Reading data from the SA455/465 is accomplished by: 


a. 
b. 


Cc. 


Activating the DRIVE SELECT line. 
Selecting the head. 
WRITE GATE being inactive. 


The timing relationships required to initiate a read sequence are shown in figure 1-5. These timing specifications 
are required in order to guarantee that the position of the read/write heads has stabilized prior to reading. 


The timing of Read Data (FM) is shown in figure 1-6. 
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The encoding scheme of the recorded data can be either FM or MEM. FM encoding rules specify a clock bit at the 
start of every bit cell and a data bit at the center of the bit cell if this cell contains a one data bit, (see figure 1-7). 
MEM encoding rules allow clock bits to be omitted from some bit cells with the following prerequisites: 


a. The clock bit is omitted from the current bit cell if either the preceding bit cell or the current bit 
cell contains a one data bit. See figure 1-7. 


b. In the above mentioned encoding schemes, clock bits are written at the start of their respective 
bits cells and data bits at the centers of their bit cells. 
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FIGURE 1-7. FM AND MFM CODE COMPARISONS 


1.4.9 Write Operation 

- Writing data to the SA455/465 is sceompliahed by: 

| “a. Activating the DRIVE SELECT line. 

b. Selecting the head. 

cc. Activating the WRITE GATE line. 

d.  Pulsing the WRITE DATA line with the data to be written. 


The timing relationships required to initiate a Write Data sequence are shown in figure 1-5. These timing specifica- 
tions are required tn order to guarantee that the position of the read/write heads has stabilized prior to writing. 


The timing specifications for the write data pulses are shown in figure 1-8. Write data encoding can be FM or MFM. 

- The write data should be precompensated 250 ns starting at track 22 (SA455) or track 40 (SA465) to counter the 
effects of bit shift: The direction of compensation required for any given bit in the data stream depends on the pat- 

tern it forms with nearby bits. 

1.4.10 Sequence of Events 


The timing diagrams shown in figures 1-3, 1-4, 1-5, and 1-9 show the necessary sequence of events with 
associated timing restrictions for proper operation. 
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| - SECTION II | 
ELECTRICAL INTERFACE 


2.1 INTRODUCTION 


The interface of the SA455/465 can be divided into two categories: 


a. Signal Lines 
b. Power Lines 


The following sections provide the electrical definition for each line. See figure 2-1 for all interface connections. — 
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2.2 SIGNAL INTERFACE 
The signal interface consists of two categories: 


a. Control Lines 
b. Data Transfer Lines 


All lines in the signal interface are digital in nature and either provide signals to the drive (input), or provide signals 
to the host (output). via interface connector P1/J1. 


2.2.1 Input Lines 
The input signals are of three types: those intended to be multiplexed in a multiple drive system, those which will 
perform the multiplexing, and those signals which are not multiplexed and affect all the drives in a daisy chain 


system, — 


The input signals to be multiplexed are: | 


a. DIRECTION SELECT 
b. STEP 

c. WRITE DATA 

d. WRITE GATE 

e. SIDE SELECT 


The input signals which are intended to do the multiplexing are: 
a. DRIVE SELECT 1 
b. DRIVE SELECT 2 
c. DRIVE SELECT 3 
dd, DRIVE SELECT 4 
MOTOR ON is not multiplexed. 


~ The input lines have the following electrical specifications. See figure 2-2 for the recommended circuit, 


Hi 


True = Logical zero = Vin +0.0 to +0.4 V @ lin = 40 mA (max) 
“False = Logical one = Vin +2.5 to +5.25 V @ lin = 250 pA (open) 


Input impedance = 150 ohms 


MAX 10 FEET Le 
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FIGURE 2.2, INTERFACE SIGNAL DRIVER/RECEIVER 
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2.2.2 Input Line Terminations 


The SA455/465 has been provided with the capability of terminating the ten input lines listed below. 


1. DRIVE SELECT 1 6. DIRECTION SELECT 
2. DRIVE SELECT 2 7. STEP 

3. DRIVE SELECT 3 8. WRITE DATA 

4. DRIVE SELECT 4 9. WRITE GATE 

5. MOTOR ON 10. SIDE SELECT 


These lines are terminated through a 150 ohm resistor pack. Ina single drive system, this resistor pack should be 
kept in place to provide the proper terminations. 


In a multiple drive system, only the last drive on the interface is to be terminated. All other drives on the interface 
must have the resistor pack removed. External terminations may also be used. However, the user must provide 
the terminations beyond the last drive and each of the five lines must be terminated to +5 V dc through a 150 
ohm, 1/4-watt resistor. : 


9.2.3 Drive Select 1—4 


The SA455/465, as shipped from the factory, is configured to operate in a single drive system. The SA455/465 
can be easily modified by the user to operate with other drives in a multiplexed multiple-drive system. 


In a multiple drive system, the four input lines (DRIVE SELECT 1 through DRIVE SELECT 4) are provided so that 
ihe using system may select which drive on the interface is to be used. In this mode of operation, only the drive 
with iis DRIVE SELECT tine active will respond to the input lines and gate the output lines. 


2.2.4. Motor On 


This input, when activated to a logical zero level, will turn on the drive motor allowing reading or writing on the 
drive. A500 ms delay after activating this line must be allowed before reading or writing. This line should be deac- 
tivated. for maximum motor life. if no commands have been issued to the drives within 2 seconds (10 revolutions 
of the media) after completion of a previous command. 


é 


2.2.5 Direction Select 


‘This interface line defines the direction of motion the read/write heads will take when the STEP line is pulsed. An 
open circuit or logical one defines the direction as out. If a pulse is applied to the STEP line, the read/write heads 
_ will move away from the center of the disk. Conversely, if this input is shorted to ground or a logical zero level, the 
direction of motion is defined as in. If a pulse is applied to the STEP line, the read/write heads will move towards 
the center of the disk. 


2.2.6 Step 


This interface line is a control signal which causes the read/write heads to move in the direction of motion defined 
by the DIRECTION SELECT line. This signal must be a logical low going pulse with a minimum pulse width of 1 us 
~ and then logically high for 5 ms minimum between adjacent pulses. Each subsequent pulse must be delayed by 6 
ms (SA455) minimum or 3 ms (SA465) minimum from the preceding pulse. 


The access motion is initiated on each logical zero to logical one transition, or at the trailing edge of the signal pulse. 
_ Any change in the DIRECTION SELECT line must be made at least 1 ps before the trailing edge of the STEP pulse. 


The DIRECTION SELECT logic level must be maintained 1 ps after the trailing edge of STEP pulse. See figure 2-3 
; for these timings. 


. 9.2.7 Write Gate 


The active state of this signal, or logical zero, enables write data to be written on the diskette. The inactive state or 
~ fogical one, enables the read data logic and stepper logic. See figure 2-4 for timings. 
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2.2.8 Write Data 


This interface line provides the data to be written on the diskette. Each transition from a logical one to a logical zero 
level, will cause the current through the read/write heads to be reversed thereby writing a data bit. This line is 
enabled by WRITE GATE being active. Write data must-be inactive during a read operation. A write data clamp is 

provided on the PCB at the interface which holds thé WRITE DATA line at a logical zero whenever WRITE GATE 
_ds inactive. See figure 2-4 for timings. ae 


| 2.2.9 Side Select 


‘This signal defines which side of a two-sided diskette is to be written on or read from. A logical one selects the side 
pnese- When switching from one side to the other, a 100 ys delay is required before a read or write operation can 
o¢ initiated, a. : | 


2.2.10 Output Lines | | 
The output control lines have the following electrical specifications. 
True = Logical zero = +0.0 to +0.4 V@ lout = 40 mA (max) 


REM. Ve 


False. = Logical one = +5 to +2.5 V (open collector) @ lout = 250 wA (max) 


. 2.4. 


2.2.11 Track 00 


The active or logical zero state of this interface signal indicates when the read/write heads are positioned at track 
zero (the outermost track) and the access circuitry ts driving current through phase A of the stepper motor. This 
signal is at a logical one level, or inactive state, when the read/write heads are not at track zero. When the 
read/write heads are at track zero and an additional step out pulse is issued to the drive, a mechanical stop will 
keep the read/write heads at track zero. However, the TRACK 00 signal will go inactive. This is because the step- 
per motor will go to phase C and not phase A. One more step out pulse will put the stepper motor back into phase 
A and the TRACK 00 signal will go active again. 


2.2.12 Index/Sector 


This interface signal is provided by the drive each time an index or sector hole is sensed at the Index/Sector photo 
detector. Normally, this signal is at a logical one level and makes the transition to the logical zero level each time a 
hole is sensed. 


When using SA154/164 media (soft sectored), there will be one pulse on this interface signal per revolution of the 
diskette (200 ms). This pulse indicates the physical beginning of a track. See figure 2-5 for the timing. 
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FIGURE 2-5. INDEX TIMING (SA154/164 MEDIA) 


When using $A155/165 or SA157/167 media (hard sectored), there will be 17 or 11 pulses on this interface line 
-per revolution (200 ms). To indicate the beginning of a track, once per revolution there is one index transition bet- 
ween 16 or 10 equally spaced sector transitions. The timing for these signals is shown in figures 2-6 and 2-7. 


When using the Index/Sector signal, look for an edge or transition rather than a level for determining the status. 
- With no diskette inserted, this signal remains active or at a logical zero level which is an erroneous status. 


| SECTOR 14 | SECTOR 15 | SECTOR 16 | SECTOR 1 ' SECTOR 2 


§ 
S cy S l s 


1 
fof oleae ef fe ern 


12.650 ms 12.50 ms Aen ne 0.5 ms MIN 40238-14 


FIGURE 2:6. INDEX/SECTOR TIMING (SA155/165 MEDIA) 


SECTOR 9 SECTOR 10 SECTOR 1 SECTOR 2 


oe es 


Ss S 


-— >| -— 0.5 ms MIN 
20.0 + 10.0 + . 


0.72ms  0.35ms anaes} 
FIGURE 2-7. INDEX/SECTOR TIMING (SA157/167 MEDIA) 
2.2.13 Read Data 
This interface line provides the raw data (clock and data together) as detected by the drive electronics. Normally, 


this signal is a logical one level and becomes a logical zero level for the active state. See figure 1-5 for the timing 
and bit shift tolerance within normal media variations. 
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2.2.14 Write Protect 


This interface signal is provided by the drive to give the user an indication when a write protected diskette is install- 
ed. The signal is logical zero level when it is protected. Under normal operation, the drive will inhibit writing with a 
protected diskette installed in addition to notifying the interface. 


2.2.15 Ready 


READY informs the controller that a diskette is properly inserted and that the drive motor is up to speed. 500 ms is 
required for starting the motor and an additional 200 ms is required for one revolution at the rated speed. Thus, 
READY is available 700 ms after power is applied to the motor. The SA455/465 generates READY by sensing in- 
dex pulses and measuring thelr frequency of occurence. When the index pulses are 200 ms apart, READY 
becomes active. 


2.3 POWER INTERFACE 
‘The SA455/465 requires only de power for operation. DC power to the drive is provided via P2/J2. The two dc 
“voltages. their specifications, and their P2/J2 pin designators are outlined in table 2-1. The specifications outlined 
on current requirements are for one drive. For multiple drive systems, the current requirements are a multiple of 
- the maximum current times the number of drives in the system. 


TABLE 2-1. DC POWER REQUIREMENTS 


| TOLERANCE | MAX RIPPLE (p to p) 


50 mV MAX ALLOWABLE 


39238-17-A 


CURRENT 


1.2 A MAX 
0.6 A TYP 


0.9 A MAX 


+ 0.25 VDC. 
0.6 A TYP 


2.4 FRAME GROUND 


It is important that the drive be frame grounded to the host system ac ground or frame ground. Failure to do so 
eomay result in drive noise susceptibility. | . 
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SECTION III 
PHYSICAL INTERFACE 


3.1, INTRODUCTION 


The electrical interface between the S$A455/465 and the host system is via two connectors. The first connector, 
J1, provides the signal interface. The second connector. J2, provides the de power. 


This section describes the physical connectors used on the drive and recommended connectors to be used with 


them, See figure 3-1 for connector locations. 


DRIVE SELECT 
KEY DRIVE JUMPER BLOCK 2 
SLOT PCB (DS1) AMP P/N 350211-1 


P1 CONNECTOR 
SCOTCHFLEX PIN 
3463-0001 OR 

AMP P/N 583717-5 


Va 


P2 CONNECTOR FRAME CONNECTOR FRAME GROUND 
AMP PIN 1-480424-0 AMP PIN 60972-1 AMP P/N 61664-1 . 39238: 18-A 


FIGURE 3-1. INTERFACE CONNECTORS PHYSICAL LOCATIONS 


3.1.1 J1/P1 Connector 


Connection to J1 is through a 34 pin PCB edge connector. The dimensions for this connector are shown in figure 
3-2, The pins are numbered 1 through 34 with the even numbered pins on the component side of the PCB. The 
odd numbered pins are on the non-component side. Pin 2 is located on the end of the PCB connector closest to 
the corner and is labeled 2. A key slot is provided between pins 4 and 6 for optional connector keying. 


3.1.2. J2/P2 Connector 


The de power connector, J2, isa 4 pin AMP Mate-N-Lok connector (P/N 350211-1).: The recommended mating 
connector, P2. is AMP P/N 1-480424-0 using AMP pins P/N 61473-1. J2, pin 1, is labeled on the component 
side of the PCB. Wire used should be “18 AWG. Figure 3-3 illustrates the J2 connector as seen on the drive PCB 


from the non-component side. 
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(0.9 + 0.1) 


0.480 + 0.010 
(14.4 + 2.5) 


—| <«&— 0.050 NOM 


KEY 7 ass + 0.004 


0.40 + 0.010 
(10.2 + 0.3) 


0.063 NOM (2 x) 


(1.3) (1.6) 
—» 0.050 NOM 0.100 NOM 
(1.3) (2.5) 
= 1.795 + 0.005 
(45.6 + 0.13) 
NOTE: | x.xx & Xxx = In. BOARD THICKNESS 0.062 + 0.007 
(XxX XX) = MM (1.6 + 0.2) 3923819 


FIGURE 3-2. J1 CONNECTOR DIMENSIONS 


+12 VDC | +§ VDC 


FIGURE 3-3. J2 CONNECTOR 
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$8.2 FRAME GROUNDING 


CAUTION 


The SA455/465 must be frame grounded to the host system to ensure proper opera- 
tion. If the frame of the drive is not fastened directly to the frame of the host system 
with a good ac ground, a wire from the system ac frame ground must be connected to 
the SA455/465. For this purpose, a faston tab is provided on the drive near the 
motor control PCB where a faston connector can be attached or soldered. The tab is 
AMP P/N 61664-1 and its mating connector is AMP P/N 60972-1. 
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SECTION IV 
THEORY OF OPERATION | 


4.1 THEORY OF OPERATION 
The SA455/465 floppy diskette drive electronics are packaged on one PCB which contains: 


Read/Write Amplifier and Transition Detector 
Spindle Motor Control 

Drive Select Circuits 

Index Detector Circuits 

Track Zero Circuits - 

Track Accessing Circuits 

Power On Reset Control 

Write Protect Circuits 

Drive Status Circuits 


-sampeaogse 


_ The head positioning actuator moves the read/write head(s) to the desired track on the diskette. The head(s) {s 
loaded onto the diskette when the cloor is closed. 


‘The following paragraphs describe each of the above functions in detail. 
4.2 READ/WRITE OPERATIONS — | 
a. The SA455/465 uses the double frequency non return to zero (NRZ) recording method. 


b. The read/write head, in general, is a ring with a gap and a coll wound at some point on the 
ring. ae as te 


c. During a write operation, a bit is recorded when the flux direction in the ring is reversed by 
rapidly reversing the current In the coil. 


d. During a read operation, 4 bit is read when the flux direction in the ring is reversed as a result of 
a flux reversal on the diskette surface. 


- The SA455/465 drives use the double-frequency (2F) longitudinal NRZ method of recording. Double frequency ts 
the term given to the recording system that inserts a clock bit at the beginning of each bit cell thereby doubling the 
frequency of recorded bits. This clock bit, as well as the data bit. is provided by the using system. See figure 4-1. 


c bd Gc Do ¢ C c pb ¢ Ci ag 


BINARY : 
REPRESENTATION 


eee eee, 


~ HEX 
' REPRESENTATION 
f 3921117 


FIGURE 4-1. BYTE 


Ad 


4.4 WRITE CIRCUIT OPERATION 
a. __ The write data trigger flips with each pulse on the WRITE DATA line. 
b. The write data trigger alternately drives one or the other of the write drivers. 


c. WRITE GATE allows write current to flow to the write driver circuits if the diskette is not write 
protected. 


d. Write current sensed allows erase coil current. 
e. Heads are selected by grounding the appropriate center tap. 


WRITE DATA pulses (clock and data bits) are supplied by the using system. The write trigger “flips” with each 
pulse. The outputs are fed to alternate write drivers. 


WRITE GATE and NOT WRITE PROTECT are ANDed together and will cause write current to flow to the write 
driver circuits, which in turn causes the center tap switch to close and erase current to flow after the turn on delay of 
400 psec. 


The output of one of the write drivers allows write current to flow through one half of the read/write coil. When the 
write trigger “flips,” the other write driver provides write current to the other half of the read/write coil. 


The removal of WRITE GATE causes the turn off delay circuit to time out for 1.1 ms. At the end of the delay, the 
center tap switch opens and the erase current source is turned off. See figure 4-7. 


P3 DPI 
R55 MOOIWT = fo eee 


11_ ERASE 0 
4_ ERASE 1 


15K 9-01 


R38 fj, 


FIGURE 4-7.. WRITE CIRCUIT 
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4.5 READ CIRCUIT OPERATION 
a. Duration of all read operations is under control of the using system. 


b. As long as the drive is selected and WRITE GATE is not active, the read signal is amplified and 
shaped and the square wave signals are sent to the interface as READ DATA. 


When the using system requires data from the diskette drive, the using system must select the head and disable 
WRITE GATE. The read signal is then fed to the amplifier section of the read circuit. After amplification, the read 
signal is fed to a filter where the out of band noise is removed. The read signal is then fed to the differentiator 


amplifier. 


Since a clock pulse occurs at least once every 8 ps and data bits are present once every 4 ps, the frequency of the 
READ DATA varies (FM encoding only). The read signal amplitude decreases as the frequency increases. Note 
the signals in figure 4-8. The differential amplifier will amplify. differentiate, limit, and digitize the read signals (sine 


waves). | 
The drive has no data separator. only a pulse standardizer for the READ DATA signal. 


ERASE 1 


ERASE 0 +12V 


SIDE 0 


| FILTER 


+5 V REG 


® +p¢6 


LSI B: READ DATA 


READ] + READ ENABLE 
CHIP -90211-24 


SELECT 1 
SELECT 0 


FIGURE 4-8. READ CIRCUIT 


4.6 DRIVE MOTOR CONTROL 


a.  Start/Stop 
b. Speed Control 

c. Over Current Protection 
d. Speed Adjustment 


‘The motor used in the SA455/465 is a de drive motor with a separate motor on and off interface line. After ac- 
tivating the MOTOR ON line, a 500 ms delay must be introduced to allow proper motor speed before reading or 


writing. 


When MOTOR ON is activated at pin 16 of the interface, the mode will start by means of current flow through the 
motor windings. The motor speed control utilizes an integral brushless tachometer. The output voltage signal from 
this tachometer is compared to a voltage/frequency reference level. The output from the voltage/ frequency com- 
parator will control the necessary current to maintain a constant motor speed of 300 rpm. Motor speed adjustment 
changes the voltage reference through a potentiometer. 
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4.7 INDEX DETECTOR 


Each time an index or sector hole is moved past the index photo detector, a pulse is formed. This pulse is present 
on the interface as index/sector pin 8. Without a diskette in the drive, the output line will be low and the using 
system must look for a transition to be a valid signal. The detector output fs fed into a schmidt trigger with a level 
trigger latch back to maintain pulse stability while shaping the pulse. With output enable true, this pulse will be on 
the interface as a negative going pulse. See figure 4-9. 


+5V 
— INDEX 
SECTOR 
—SELECT 


39239-21 


FIGURE 4-9. INDEX DETECTOR 


4.8 TRACK ZERO INDICATION 


Track 00 signal (pin 26) is provided to the using system to indicate when the read/write head is positioned on track 
00. The track 00 indication is provided when the flag attached to the head carriage passes between the photo tran- 
sistor and the photo detector, On track, DRIVE SELECT ts ANDed with the photo detector output. These condi- 
tions will cause a track 00 indication to the interface. 


4.9 TRACK ACCESSING 


a. Stepper Motor (Four Phase) 
b. — Stepper Control Logic 
‘c. Reverse Seek 

d. Forward Seek 


Seeking the read/write head from one track to another ts accomplished by selecting the desired direction utilizing 
the DIRECTION SELECT interface line, loading the read/write head, and pulsing the STEP line. Multiple track 
- accessing is accomplished by repeated pulsing of the STEP line with WRITE GATE inactive until the desired track 
has been reached. Each pulse on the STEP line will cause the read/write head to move one track either in or out. 
depending on the DIRECTION SELECT line. 


-4.9.1. Stepper Motor 


The four phase stepper motor turns the head actuator cam in two step increments per track for the 455 and one 
‘step increments for the 465. The band actuator and capstan move the heads track to track. 


Two current modes are automatically enabled. The first step pulse will enable full current to the stepper motor. 
Within 35 ms after that last step pulse is issued, stepper motor current is automatically decreased to approximately 
50% of its full value. . 


‘4.9.2 Stepper Control 


“During power on reset time, the stepper control counter is reset to zero. This causes phases —B and —A to be 
energized in the stepper. Figures. 4-10 and 4-11 show the stepper control logic and timing. 


DIRECTION es 
SELECT 
are pee = elle 1s MIN 


~~ 
| | | 39239-03 


1s MIN ma 
6 ms MIN (SA455) 
3 ms MIN (SA465) 


FIGURE 4-10. STEPPER TIMING — 


+5V | 
+5V 


3 39230.22 
FIGURE 4-11. POWER ON RESET - 
4.10 DRIVE SELECT 
The SA455/465 is configured to operate alone in a single drive system. It can be easily modified to operate with 
other drives in a daisy chained multiplexed drive systern. This is done by selecting the specific drive address and 
jumpering the appropriate DRIVE SELECT line. See figure 4-12. 
The “MX” option is used for single drive systems. By shorting “MX,” the 1/O lines are always enabled. 


The “MS” option allows the motor to be enabled from DRIVE SELECT. 


+5V 


SELECT 


39239-23 


FIGURE 4-12. DRIVE SELECT 
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4.11 WRITE PROTECT 


This interface signal is provided by the drive to Indicate to the user when a write protected diskette is installed. The 
signal is logical 0 level when it is protected. Under normal operation, the drive will inhibit writing with a protected 
diskette installed in addition to notifying the interface. If the “WP” trace is cut, writing to the diskette is inhibited 
unless a write protect label is installed over the notch. See figure 4-13. 


+6V 


TP9 


SELECT 
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FIGURE 4-13. WRITE PROTECT 


4.12 READY 
This interface signal gives the user an Indication that a diskette is inserted correctly in the drive and the door is clos- 
‘ed. The READY signal fs active. at a logical 0 level. when all of the following conditions are met: 

a. The door is closed. 


b. The door has not been opened since the drive was last deselected and timed out 500 ms. 
c. Two INDEX/SECTOR pulses have been sensed since the previous conditions were met. 


‘If the READY signal is inactive. the user may deselect and then select the drive to test READY again: if the door 
had previously been disturbed but is now closed. READY will activate upon sensing an INDEX/SECTOR pulse. 


€ 
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SECTION V 
MAINTENANCE 


5.1 MAINTENANCE EQUIPMENT 

5.1.1 Alignment Diskette 

The alignment diskette is used for verifying and adjusting the SA455/465. Two alignment diskettes are available. 

The SA455/465 has two read/write heads and requires written information on both surfaces. The SA128 (48 tpi) 
alignment diskette should be used when performing service checks on the SA455. The SA465 requires the SA126 
(96 tpi) alignment diskette. 

The following adjustments and checks can be made using the SA128/126 alignment diskettes. 


SA455-SA128 SA465-SA126 


a. Read/Write Head Radial Alignment TRK 33 TRK 64 

b. Index Photo Detector Alignment Set at TRK 38 Set at TRK 76 
Verified at TRK 01 Verified at TRK 02 

c. Track 00 Head Position | TRK 00 TRK 00 

d. Azimuth Angle (not field adjustable) TRK. 33 TRK 64 

e. 125k Hz Signal Recorded to Check TRK 34 TRK 79 


Head Position on Inside Track 


Caution should be used not to destroy prerecorded alignment tracks. The write protect tab must be installed to pre- 
vent accidental writing on the alignment diskette. If the write protect option is used, remove the write protect tab. 


65.1.2 Exerciser PCB 


‘The exerciser PCB can be used in a stand alone mode, built into a test station, or used in a test for field service. 


The exerciser will enable the user to make all adjustments and check outs required on the SA455/465 minidiskette 

drive. It has no intelligent data handling capabilities but can write a 2F 125 k Hz signal which is the recording fre- 

quency used for amplitude checks on the SA455/465 drive. The exerciser can start and stop the drive motor, and 
enable read in the SA455/465 to allow checking for proper read back signals. 
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5.1.3 Special Tools 


The following special tools are available for performing maintenance on the SA455/465. 


Description Part Number 
SA128 Alignment Diskette 54573 
SA126 Alignment Diskette — 54382 

. Exerciser PCB } | , 54157 
Head Cable Extender . | _ 54578 
Phillips Screw Drivers Medium and Small | 
Oscilloscope Textronix 465 or equivalent 


5.2 DIAGNOSTIC TECHNIQUES 
5.2.1 Introduction 


Incorrect operating procedures, faulty programming, damaged diskettes, and “soft errors” created by airborne con- 
taminants, random electrical noise, and other external causes can produce errors falsely attributed to drive failure 
or misadjustment. Unless visual inspection of the drive discloses an obvious misalignment or broken part. attempt 
to repeat the fault with the original diskette, then attempt to duplicate the fault on a second diskette. 


5.2.2 “Soft Error” Detection and Correction 
| Soft errors are usually caused by: 


a. Airborne contaminants that pass between read/write heads and disk. Usually these contaminants 
can be removed by cartridge self-cleaning wiper. 


he ‘b. Random electrical noise that usually lasts for a few microseconds. 


‘¢. Small defects in written data and/or track not detected during write operation may cause soft er- 
rors during read. 


d. Improper. grounding of power supply, drive, and/or host system. Refer to SA455/465 OEM 
manual (P/N 39238) for proper grounding requirements. 


e. Improper motor speed. 


The. following procedures are recommended to recover from the above mentioned soft errors: 


* a, Reread track 10 times or until such time as data Is recovered. 


soon -b. If data is not recovered after using step (a), access head to adjacent track in same direction 
cat. previously moved, then return to desired track. 


G. Repeat step (a). 
..,  d. If data is not recovered, error Is not recoverable. 
8.2.3 Write Error 
If an. error occurs during a write operation, it will be detected on the next revolution by doing a read operation. 
“commonly called a “write check.” To correct the error, another write and check operation must be done. If the 
write operation is not successful after 10 attempts have been made, a read operation should be attempted on | 
another track to determine if the media or the drive is failing. If the error persists, the diskette should be replaced 


. and the above procedure repeated. If the failure still exists, consider the drive defective. If the failure disappears, 
_-consider the original diskette defective and discard it. | | : 
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5.2.4 Read Error 


Most errors that occur will be “soft errors.” In these cases, performing an error recovery procedure will recover the 
data. 


5.2.5 Seek Error 
a. Stepper malfunction. 
b. Carriage binds. 


c. To recover from a seek error, recalibrate to track OO and perform another seek to the original 
track or do a read ID to find on which track the head is located. 


5.3 TROUBLE-SHOOTING 


Figures 5-1 through 5-5 provide trouble-shooting procedures for the SA455/ 465. 
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INSERT DISKETTE 
WITH WRITE 
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UNCOVERED 


PERFORM WRITE 
PROTECT SENSOR 
ADJUSTMENT 
(PARA. 5.4.7) 
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( \ . YES 
END 


HAS 


W.P, SENSOR REPLACE 
BE WRITE PROTECT 
REPLACED? SENSOR 
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REPLACE 
DRIVE 


PCB 
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FIGURE 5-1. WRITE PROTECT INOPERATIVE 
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( START 


CHECK DC 
VOLTAGE AT 
PCB 


CHECK 
DC POWER 
SOURCE 


* CHECK JUMPER 
OPTIONS AND IF 
DRIVE |S SELECTED 


HAS 
DRIVE MOTOR REPLACE 
BEEN 


REPLACED? 


MOTOR 
ROTATING? 


REPLACE 
DRIVE - 
PCB 


PERFORM 
MOTOR SPEED 
ADJUSTMENT 
| (PARA. 5.4.7) 
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FIGURE 5-2, DISKETTE NOT ROTATING 
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i ™ 
{ | 


MOVE CARRIAGE 
TOWARDS TRACK 
39/79 


CHECK LOGIC REPLACE REPLACE 
TRACK 00 
LEVEL AT ) DRIVE 
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(PARA. 5.5.9) 


RETURN CARRIAGE TRACK 00 
TO ITS REST SENSOR BEEN 
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FIGURE 5-3. TRACK 00 INDICATOR INOPERATIVE 
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FIGURE §-4, DRIVE NOT COMING ON LINE 
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START 


CHECK TO 
SEE IF DISKETEE 


iS PROPERLY 
INSTALLED 


TURN DISKETTE 
OVER REINSERT 
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PROBLEM NO 


DISKETTE END 
ROTATION PERSISTS? 
CHECK 
DC POWER NO DISKETTE FOR PULSE 
SOURCE ANO ROTATING? 200 Msec 
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ft INDEXISECTOR 
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FIGURE 5-5. INDEX PULSE INOPERATIVE 
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5.4 ADJUSTMENTS 
5.4.1 Head Radial Alignment 
NOTE 


The SA465 read/ write head assembly is aligned at factory and adjustment of head to 
head alignment is not field adjustable. 


a. Insert alignment diskette (SA455 = SA128) (SA465 = 126). 
NOTE 


Alignment diskette should be at room conditions for at least 24 hours before alignment 
checks. 


b. Select drive and step head(s) to track 16 (SA455) or track 64 (SA465). 


c. Sync oscilloscope external negative on TP7.(—INDEX). Set time base to 20 msec per division. 
This will display over one revolution. 


d. Connect one probe to TP1 and other to TP2. Ground probes to PCB. Set inputs to ac, ADD, 
and invert one channel. Set vertical deflection to 50 mV /division. 


e. Amplitude of two iobes must be within 70% of each other (80% for 465). If lobes do not fall 
within specification, continue on with procedure (see figure 5-6). 


100 mV 


- 400 mV 


ze, A A) x.. 


a 


FIGURE 5-6. ALIGNMENT LOBES 
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f, Loosen two mounting screws, which hold stepper motor to base casting (see figure 5-7). 
g. Adjust stepper motor. | 
h. — When lobes are of equal amplitude, tighten motor plate mounting screws (see figure 5-7). 


1. Check adjustment by stepping off track and returning. Check in both directions and readjust as 
required, i; oe! 


j. Whenever head radial alignment has been adjusted, track 00 detector must be checked 
. (paragraph 5.4.4). ee 


a 


88 


CAUTION 


When tightening mounting screws, pressure must be applied to the rear of the step 
motor through the rectangular hole in the side of the casting to keep the motor bracket 
against the registering surfaces of the casting. Failure to do this will angle the band 
positioner causing track-to-track problems. 


MOUNTING SCREWS 
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FIGURE 5-7. STEPPER MOTOR MOUNTING SCREWS 


5.4.2 Read/Write Head(s) Azimuth Check 


The azimuth is not field acjustable. If after performing this check the waveform on the oscilloscope is not within 
+21 minutes. replace the read/write head(s) assembly. 


a. Install alignment diskette (SA455 = SA128) (SA465 = SA126). 
b. Select drive and step to track 33 (SA455) or track 64 (SA465). 
c, Sync oscilloscope external negative on TP7. set time base to 0.5 msec per division. 


d. Connect one probe to TP1 and other to TP2. Invert one channel and ground probes to PCB. 
Set inputs to ac. ADD. and 50 mV per division. 


e. Compare waveform to figure 5-8. If not within range shown. replace read/write head assembly. 


50 mV 50 nsec 50 mV 50 psec 


AZIMUTH 
O MINUTES 


AZIMUTH 
| +21 MINUTES 


50 mV 


| AZIMUTH 
| -18 MINUTES (SA455) 
| ~21 MINUTES (SA465) 


50 mV 
FIGURE 5-8. AZIMUTH CHECK 
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5. 4. 3 Head Amplitude Check 


\Thése checks are only valid when writing and reading back as described below. Ensure he diskette used for this 
check Is not “worn” or otherwise shows evidence of damage on either side. 


a, Install good media. 
b. Start motor. 
c. — Select drive and step to track 39 (SA455) or track 79 (SA465). 


d. . Sync oscilloscope external or. TP7 (+Index); connect one probe to TP2 and TP1 on drive PCB. 
Ground probes to PCB, ADD, and invert one input. Set volts per division to 50 mV and time 
base to 20 msec per division. 


e. Select head 0 and write a 2F Satforn on entire track. Average minimum amplitude peak-to-peak 
should be 100 mV. 


i Select head 1 and write a 2F pattern on entire track. Average minimum amplitude peak-to-peak 
| should be 100 mV. 


g. If either head fails to meet Palnnatin amplitude specifications, continue with procedure. 

h. Install fresh media and recheck, . | 

i, Check ‘motor speed as $ per paragraph 5.4.6. 

j. | With oscilloscope in “chop” ‘mode: verify that output exists at both TP1 and TP2. If one TP has 
no output, or significantly less output than other, turn head cable connector over at J4. Should 


same TP have little or no output, PCB is faulty and needs replacing. If opposite TP now exhibits 
problem, head assembly is at fault,and should be replaced. Refer to paragraph 5.5.3. 
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5.4.4 Track Zero Detector Assembly Adjustment 


a. Apply power to drive and install alignment diskette SA128 or SA126. 
b. Select drive and step to track 00. 
c. Sync oscilloscope external negative on TP7 (—Index). Set time base to 20 msec per division. 


d. Connect one probe to TP1 and other to TP2. Ground probes to PCB. Set input to ac, ADD, 
and invert one channel. Set vertical deflection to 100 mV/division. 


e. The 125k Hz signal recorded should be observed at this time. 


f. If 125 k Hz signal Is not present, step forward one track at a time and verify 125 k Hz signal is 
present. Step only five tracks. 


g. Step back towards track 00 detector and verify presence of 125 k Hz signal. Repeat stepping 
until signal is found. 


h. Once 125 k Hz signal is present on oscilloscope, carriage is located at track 00. Disconnect pro- 
bes from TP1, TP2, and TP7. Connect one channel to TP8 and set input to dc. Set vertical 
deflection to 2 V per division. Trigger oscilloscope on selected input channel. 

i. Step to track 01 and verify that TP8 goes to zero. 

ih. If not, loosen track O00 bracket. 

—k. — Set drive to seek alternately between tracks 00 and 01. 
l. Adjust eccentric until a 50% duty cycle is obtained (see figure 5-9). 
m. Tighten track 00 bracket and recheck timing. 


n. If same signal is obtained, remove alignment diskette, power down drive, and reinstall PCB. If 
same signal is not obtained, repeat steps k-n. — . 


MOUNTING 
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‘MOUNTING 
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TRACK 00 
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FIGURE 8-9. TRACK ZERO ADJUSTMENT 
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5.4.5 Index/Sector Timing Adjustment 


a. 
b. 


Cc. 


Insert alignment diskette SA128 or SA126. 

Start motor and select head 0. . 

Step carriage to track 01 (SA455) or track 02 (SA465). 

Sync oscilloscope external positive on TP7 (+Index). Set time base to 50 psec/division. 


Connect one probe to TP1 and other to TP2. Ground probes to PCB. Set inputs to ac, ADD, 
and invert one channel. Set vertical deflection to 500 mV/division. 


Observe timing between start of sweep and first data pulse. This should be 200 +200/—100 
psec. If timing is not within tolerance, continue on with adjustment. See figure 5-10. 


Loosen mounting screw in index detector block until assembly is just able to be moved. See 
figure 5-11. 


Step carriage to track 38 (SA455) or track 76 (SA465). 


Observing timing, adjust detector until timing is 200 +200/—100 psec. Ensure that detector 
assembly is against registration surface on hub frame. 


Tighten mounting screw. 
Step carriage to track 01 (SA455) or track 02 (SA465). 
Recheck timing. 


Repeat for head 1. 


50 mV 50 nsec 


INDEX BURST 
200 nsec + 100 psec 


50 mV | Fee 99230.13 


¥ 


~ FIGURE 5-40, INDEX BURST 
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MOUNTING SCREW 


7 INDEX DETECTOR 39239-14 
FIGURE §-11. INDEX DETECTOR | 


5.4.6 Motor Speed Adjustment (Using a Frequency Counter) 
~ This adjustment is not recommended for the field. 
a. Install SA128/126 or SA154/155 diskette; start motor and step to track 32. 
b. anniel frequency counter to TP7 (+Index) on drive PCB. 
c. Adjust pot located on the motor PCB for 5 + 0.05 Hz (Period = 200 + 2 ms). | 
5.4.7 Write Protect Detector 
a. _ Insert diskette into drive. Write protect notch must be open. 
b. Set oscilloscope to AUTO SWEEP, 2 V/div. Monitor TP9. 
c. Check to see if logie tevel icheinges when diskette is ince: 
5.4.8 Test Points On Drive PCB | 


Test points for the drive PCB are as follows: 


1 +Read Data . 7 9 Write Protect 
2 —Read Data. - 10 Ground 

5 Signal Ground "ae os 12 Step Pulse 
6 _— Digital Read Data . oe 7 13. Motor On 

7 ‘Index * : : rad 15 Ground 

8 Track 00 — 


See figure 5-12 for test point locations. 
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FIGURE 5-12. PCB COMPONENT LOGATIONS, P/N'S 25284 AND 25286 
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5.5 REMOVALS AND REPLACEMENTS 


5.5.1 Faceplate Latch 


a. 


b. 


c. 


Open door. Remove door latch. 


Remove mounting screw on each side of faceplate. Pull faceplate forward and away from drive 
casting. 


No re-adjustment is required after replacement. 


5.5.2 Direct Drive Motor Assembly 


This assembly is not recommended for field replacement. 


5.5.3. Head and Carriage Assembly 


This assembly is not recommended for field replacement. 


5.5.4 Stepper Motor and Actuator Assembly 


This assembly is not recommended for field replacement. 


5.5.5 Clamp Hub 


a. 


b. 


f, 


Remove PCB. 
Open door. 
Remove clamp assembly front and rear screws. 


To reinstall: Position hub clamp with spacer and spring in place onto spindle hub. (Large end 
of spring Is placed against hub frame.) 


Press hub frame down towards spindle until hub shaft protrudes through mounting hole in hub 
frame. 


Reinstall faceplate. Readjustment is not required. 


5.5.6 Write Protect Sensor and Index Detector 


a. 
b. 
c. 


: di 


Remove connector from PCB. 
Remove mounting screw from write protect assembly. This will free assembly. 
Remove index detector screw to free detector. 


Reverse instructions to reinstall. 


e $5.7, Track Zero Photo Detector 


 @. 


be. 


Remove PCB and shields from drive. 
Remove: white wire from J6 Pin 2. 
green wire from J6 Pin 1. 
yellow wire from J6 Pin 10. 
Loosen mounting bracket screws. 
Remove two screws securing LED housing to track 00 plate. 


To reinstall, reverse above procedure. 


Adjust as directed in paragraph 5.4.5. 


5.6 RECOMMENDED INCOMING RECEIVING INSPECTION 
5.6.1 Necessary Equipment 


All Shugart drives are 100% adjusted and tested before leaving the factory. It is only necessary to inspect for ship 
ping damage on receipt of drives. 


Inspection should be simple and test equipment kept to a minimum. Shugart recommends the following equip- 
ment. 


a. SA809 Exerciser (P/N 54157) 

b. Exerciser Instruction Manual (P/N 50686) 

c. Power Supply for Exerciser and Drive (+5, +12 V) 

d. Oscilloscope 

e. SA128/126 Alignment Diskette 

f. SA455/465 Service Manual (P/N 39239-0) 

§.6.2 Procedure os 
a. Unpack drive and inspect for physical shipping damage. 
~b. Make sure all power is off. 

c. Attach exerciser cables to poprondate drive connectors. 

d. | Power up. 

e. Insert alignment diskette (SA455 = SA128, SA465 = SA126). 

f. Set track addresses of 00 and 39 (SA455) or 79 (SA465) into exerciser. 

g. Select drive. | | 

h. Start motor and let drive seek automatically for 5 minutes. 

i. Check that activity light is on. 

j. Using this SA455/465 Service Manual and the Exerciser iisiichon Manual as guides, perform 
the following checks: | 
e Index Timing Adjustment (paragraph 5.4.6). 
@ Head Radial Alignment, Sides 0 and 1 (paragraph 5.4.1). 
e = Track Zero Switch is on at track 00 and off at 01 and 02. 

| -k. Remove alignment diskette and insert SA154/155 diskette. 


“ah Seek to track 39 (SA455) or track 79 (SA465) and write a 2F signal. Minimum read back 
should be 90 mV. 


~-m. Check write protect sensor adjustment (paragraph 5.4.8). 
n. Power off. , 
0. Remove connectors and repack drive. 


ee This procedure verifies that the critical functions of the drive are working properly (i.e., the drive will read and 
write, the disk will rotate at the proper speed, and critical adjustments are within specification). 
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